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T^is Notice Expires 1 February 1964 
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ORGANIZATION 


5 August iyb3 


are announced^ 5 August 1 ^ 3 , the following organizational changes 

1* The deputy Directorate for Research is renamed the 
Deputy Directorate for Science and Technology. 

2. The Office of Scientific Intelligence is transferred 
from the Deputy Director for Intelligence to the Deuuty 
Director for Science and Technology. 

3* The Automatic Data Processing Staff is renamed the Office 
of Computer Seryices and is transferred from the Deputy Director 
for Support to the Deputy, Director for Science and Technology. 
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MARSHALL S. CARTER 
Lieutenant General, USA 
Acting Director of Central Intelligence 
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